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ABSTRACT 

Structural Health Management (SHM) will be of critical importance to provide the safety, reliability 
and affordability necessary for the future long duration space missions described in America’s 
Vision for Space Exploration. Long duration missions to the Moon, Mars and beyond cannot be 
accomplished with the current paradigm of periodic, ground based structural integrity inspections. 
As evidenced by the Columbia tragedy, this approach is also inadequate for the current Shuttle fleet, 
thus leading to its initial implementation of on-board SHM sensing for impact detection as part of 
the return to flight effort. However, future space systems, to include both vehicles as well as 
structures such as habitation modules, will require an integrated array of onboard in-situ sensing 
systems. In addition, advanced data systems architectures will be necessary to communicate, store 
and process massive amounts of SHM data from large numbers of diverse sensors. Further, 
improved structural analysis and design algorithms will be necessary to incorporate SHM sensing 
into the design and construction of aerospace structures, as well as to fully utilize these sensing 
systems to provide both diagnosis and prognosis of structural integrity. Ultimately, structural 
integrity information will feed into an Integrated Vehicle Health Management (IVHM) system that 
will provide real-time knowledge of structural, propulsion, thermal protection and other critical 
systems for optimal vehicle management and mission control. This paper will provide an overview 
of NASA research and development in the area of SHM as well as to highlight areas of technology 
improvement necessary to meet these future mission requirements. 

1. INTRODUCTION 

NASA has long recognized the importance of Structural Health Management (SHM) and numerous 
NASA programs have focused on the development and application of SHM technologies. The 
Space Shuttle has successfully flight-tested a number of advanced SHM sensors 1 . Currently, as a 
result of the Columbia accident, on-board impact detection and location sensors are being 
implemented for the Shuttle wing leading edge and being investigated for other applications 
including the nosecone and additional wing locations. Similar impact and leak detection sensors are 
being investigated for the International Space Station because of the threat of micrometeoroid and 
orbital debris. Advanced fiber-optic and acoustic emission sensors were developed for application 
to the cryotanks on the X-33 prototype reusable launch vehicle (RLV) 2 . Additional development of 
SHM sensor technologies and supporting data systems architectures occurred under more recent 
RLV development programs such as the Space Launch Initiative and the Next Generation Launch 
Technology Program 3,4 . SHM has also been the emphasis of a number of NASA aeronautics 
programs as well, including the Aviation Safety and the Aerospace Vehicle Systems Technology 
Programs. 

SHM, as part of an overall IVHM, is expected to be of increasing importance to NASA as we 
address the requirements of the new National Vision for Space Exploration 5 . The long duration 
missions of the planned Crew Exploration Vehicle (CEV) to return to the moon and eventually to 
Mars will require unprecedented structural integrity and reliability. Likewise, the infrastructure of 
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extraterrestrial habitats and other structures such as propellant processing and storage facilities will 
require continuous structural sensing and management. The following will provide an overview of 
NASA research and development in the area of SHM as well as highlight areas of technology 
improvement necessary to meet these future mission requirements. 

2. SHM SENSING TECHNOLOGIES 

On-board, real-time sensing systems are a critical component of an SHM system. Such sensing 
systems will minimize the need for periodic Nondestructive Evaluation (NDE) inspections, or at 
least focus these inspections to specific vehicle areas where damage was indicated. SHM sensors 
must be able to withstand harsh aerospace operating environments, while having minimal size, 
weight, and power requirements. A number of candidate SHM sensor technologies are discussed in 
this paper. These include both active and passive ultrasonic methods, fiber-optic sensors, carbon 
nanotube sensors, and wireless sensors. 

2.1 Active and Passive Acoustic Sensing 

Ultrasonic sensing, applied in both active and passive modes, is a sensor technology area receiving 
considerable attention. Analysis of actively transmitted ultrasonic signals is a conventional NDE 
methodology that has long been used to detect and assess damage. However, such approaches use 
sensors that are scanned over the structure to provide a point-by-point representation of material 
properties and/or damage locations. Such scanning probe approaches are not currently feasible for 
continuous, on-board monitoring. Therefore, the use of arrays of permanently attached or 
embedded ultrasonic transducers, which act dually as transmitters and receivers, is being 
researched. Ultrasonic signals generated by one transducer are detected by neighboring transducers 
within an array. Damage along paths between the transducers can be detected, and with more 
complex analysis methods, material along secondary propagation paths that include reflections 
from structural boundaries can also be evaluated. The development of the Stanford Multi- Actuator 
Receiver Transduction (SMART) layer is an excellent example of recent efforts in this area 6 . 
Ongoing areas of research in active ultrasonic sensing technology for structural health monitoring 
include 1) the further improvement and characterization of miniaturized, rugged, embeddable 
sensors, 2) analysis methodologies for optimized sensor placement to enable characterization of 
damage throughout the entire structure rather than just along direct propagation paths, and 3) 
modeling of ultrasonic guided wave propagation that occurs when such sensors are attached or 
embedded on thin-walled aerospace structures 7 . 

Passive ultrasonic monitoring, also known as acoustic emission (AE), also utilizes an array of 
ultrasonic sensors. The sensor array is used to passively monitor acoustic signals that are generated 
by damage mechanisms such as crack growth and impact damage. The signals propagate through 
the structure and are detected by the sensor array. Analysis of the arrival times of the signals at 
different sensor locations along with knowledge of the velocity of sound propagation can be used to 
triangulate the location of the damage mechanism. In some cases, detailed analysis of the acoustic 
emission signals can also provide information about the nature and severity of the damage. 

AE methods are being investigated for on-board impact detection for the Space Shuttle as a result 
of the Columbia Shuttle tragedy. This accident was a result of damage to the Shuttle wing leading 
edge caused by impact of foam insulation that broke off of the external tank during ascent. AE 
signals were recorded during foam impact tests on Shuttle wing leading edge test articles during the 
Columbia accident investigation. A diagram of one such test article illustrating leading edge 
reinforced carbon-carbon (RCC) panels 5-10 is shown in Figure 1. An array of 8 AE sensors was 
located on the inner surface of the leading edge spar of this test article as shown in this figure. In 
one such test, a foam projectile with dimensions of 5.63 X 1 1.5 X 22.56 inches was impacted onto 
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panel 8 at a velocity of 777 ft/sec. These dimensions and velocity are believed to be representative 
of the foam piece that struck Columbia during ascent. The resultant AE signals created by this 
impact are shown in Figure 2. As to be expected, the sensor nearest the impact point (sensor 5) 
produced the largest amplitude and earliest arriving AE signal. Sensors more distant from the 
impact showed increasingly smaller amplitudes and later arrival times. This foam impact event 
produced catastrophic damage in the RCC material. Additional testing is being performed to 
investigate the AE response to smaller and less damaging foam impacts. In addition, AE signals are 
being acquired for a variety of other potential launch ascent debris materials such as ice, ablator, 
and metal, as well as during simulated micrometeoroid impact events that can occur during orbit. In 
addition to the RCC leading edge, the potential for AE detection of impacts to wing sections 
covered by insulating ceramic tiles is also being studied. Results to date suggest that AE can readily 
be used for on-board impact detection on the Space Shuttle. 
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Figure 1. Schematic of Shuttle wing leading edge test article showing RCC panels, location of 
impact and position of AE sensors. 

There are still a number of improvements required to make AE a more viable technology for SHM 
of aerospace vehicles. It is desirable to have sensors having lighter weight, increased sensitivity, 
and increased ruggedness over those currently available. Additionally, reductions in size, weight, 
and power requirements of the associated AE monitoring instrumentation are also needed. 
Advances in AE analysis methodologies are required to more accurately locate and identify 
damage, while intelligently discriminating extraneous noise from signals indicating actual damage. 
Ongoing efforts in this field include the development of AE multiplexing instrumentation that can 
miniaturize AE flight systems, the development of fiber-optic AE sensors 8 and the development of 
Modal AE based analysis methods 9 . Another significant development is that of modeling 
approaches to better understand and predict AE propagation phenomena 10 . Such models are of 
benefit for a number of reasons to include the characterization of AE transducers, optimization of 
sensor placement on a structure, scaling of AE results from laboratory test coupons to full scale 
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structures, and the development of new and automated AE data analysis methods. 
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Figure 2. AE signals from foam impact on Shuttle RCC wing leading edge. 


2.2 Fiber-Optic Sensors 

Considering the large area of aerospace vehicle structural elements, extremely large numbers of 
sensors will be required for on-board structural integrity assessment. Fiber optic sensors have been 
identified as a leading candidate technology for meeting this requirement with minimal weight 
penalty. Numerous sensor sites can be multiplexed along a single optical fiber, mitigating the 
complexity and weight inherent with the wiring required for a large number of single ended 
sensors. Fiber optic sensors also provide other advantages such as the ability to measure many 
different structural parameters of interest, immunity to electromagnetic interference (EMI), and the 
ability to operate over very large range of temperature environments. 

Fiber optic sensors can be separated into two classes for discrete strain and temperature 
measurement: cavity-based designs and grating-based designs 11 . Cavity-based designs utilize an 
interferometric cavity in the fiber to create the sensor. Examples include the extrinsic Fabry-Perot 
interferometer (EFPI), the intrinsic or fiber Fabry-Perot interferometer (IFPI or FFPI), and all other 
etalon-type devices. Although such sensor designs have been utilized in a wide variety of 
applications such as in high temperature and EMI environments, they do not allow for multiplexing 
capability in a single fiber, and thus, may be limited for applications requiring large number of 
sensors. 


Grating-based designs utilize a photo- or heat-induced periodicity in the fiber core refractive index 
to create a sensor whose reflected or transmitted wavelength is a function of this periodicity. 
Grating-based sensors (e.g., Bragg gratings) can be easily multiplexed by using gratings of different 
wavelength as in the case of wavelength division multiplexing (WDM). Factors limiting the number 
of sensors in a single fiber include the limited bandwidth of the source as well as that supported by 
the fiber, and the range over which the physical parameter of interest is being measured. 

Another grating-based system developed at NASA Langley 12 " 16 has the ability to multiplex 
hundreds or thousands of Bragg gratings in a single fiber. The system is based on the principle of 
optical frequency domain reflectometry (OFDR) and essentially eliminates the bandwidth 
limitations imposed by the WDM technique because all of the gratings are of nominally the same 
wavelength. Writing gratings at the same wavelength greatly simplifies manufacturing of the 
sensing fiber. Typical Bragg grating readout systems require gratings with much higher 
reflectivities. However, the OFDR employs a coherent detection scheme and is capable of reading 
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out very low reflectivity gratings. This allows the recording and analysis of strain or temperature 
from a large number of gratings in a single fiber. In fact, the OFDR is sensitive enough to measure 
strains by using Rayleigh scattering from the fiber core in lieu of a Bragg grating. By tracking 
wavelength changes in individual gratings, one is able to measure mechanically or thermally 
induced strains in the grating. In addition, by applying a coating to the fiber that is strained in the 
presence of a chemical of interest, it is possible to use this Bragg grating measurement system to 
provide high density chemical sensing. NASA Langley has demonstrated this approach for the 
sensing of hydrogen using palladium coatings. A sensing system of this type was flight tested on 
the Space Shuttle 1,18 . 

One concern of optical fiber sensors has been that of fragility. However, recent testing has 
demonstrated the survivability of fiber Bragg grating sensors under cryogenic exposure through 
numerous liquid helium cryogenic cycles on composite cryotank y-joint test articles 4 . The y-joint 
represents a critical region of composite cryotanks being developed by Northrop Grumman 
Corporation (NGC) for the Next Generation Launch Technology (NGLT) Program. The specimens 
consisted of outer skirt and inner dome graphite epoxy composite skin layers bonded to a 
honeycomb substrate in a sandwich configuration as shown in Figure 3a). They were instrumented 
with both Bragg gratings and conventional foil strain gages and measurements were taken during 
loading under cryogenic conditions at -420 degrees F. Three optical sensing fibers were bonded on 
both the dome and the skirt along with conventional strain gages. Each fiber contained 
approximately 15 Bragg gratings 10 cm apart. Fiber optic strain measurements were performed 
throughout the 10 test sequences for a total of 400 load cycles simulating NGLT cryogenic fuel 
tank environments. Each test sequence consisted of cooling the sample from room temperature to - 
420 degrees F, cycling the dome plate load 40 times from zero to 100% limit load of 18,360 
pounds, then warming back to room temperature. The graph in Figure 3b) shows the close 
agreement of a fiber optic strain measurement to that of a conventional strain gage measurement 
obtained during these tests. Fiber optic thermal compensation data was obtained through apparent 
strain testing in which the test article was cooled to liquid helium temperature prior to applying 
load. There was little degradation in the performance of the fiber-optic sensors, indicating that they 
are reliable and suitable for cryogenic applications, even for inner mold line applications. Northrop 
Grumman reported that the fiber optic Bragg grating strain sensors offer an alternative method to 
conventional strain sensors, which often fail near cryogenic temperatures. 



Figure 3. a) Composite y-joint test specimen with optical fiber and conventional strain gages and b) 
Comparison of fiber optic Bragg sensor and adjacent conventional strain gage response 


2.3 Wireless Sensors 


One critical issue in adding SHM sensors to aerospace vehicles, particularly for retrofitting to 
existing vehicles, is that of wiring. Wiring adds weight and complexity to the vehicle. Additionally, 
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wire degradation due to wear, excessive heating, and chemical exposure can lead to loss of sensor 
data, or worse, cause damage from arcing or fire. Wire degradation has resulted in major aircraft 
accidents as well as delays in launches of space vehicles. A novel wireless measurement system is 
under development that alleviates many of these shortcomings 19 ' 21 . 

Key to this method is the use of magnetic field response sensors designed as passive inductor- 
capacitor circuits. The sensors produce magnetic field responses that change correspondingly to 
states of physical properties for which the sensors measure. Power is wirelessly provided to the 
sensing element by using time varying magnetic fields (Faraday induction). A radio frequency 
antenna produces a time-varying magnetic field used for powering the sensor as well as receiving 
the magnetic field response of the sensor. An interrogation system for discerning changes in the 
sensor response frequency, resistance and amplitude has been developed. Multiple sensors can be 
interrogated using this method. The method eliminates the need to have a data acquisition channel 
dedicated to each sensor and does not require the sensors to be near the acquisition hardware. 

Methods of developing sensors exploit geometric or environmental changes to the sensor. For 
example, capacitor geometric changes or dielectric changes (e.g., due to the presence of chemical 
species or due to a material phase transition), inductor geometric or inductor permeability changes 
of a sensor will result in magnetic field response frequency change. The method has the potential 
for acquiring many different types of measurements. The interrogation system under development 
allows for acquiring measurements from any magnetic field response sensor developed to exploit 
the aforementioned phenomena. The system also allows for autonomous sensor interrogation, 
analysis of collected response to value of physical state and comparison of current measurements 
with prior measurements to produce dynamic measurements. The interrogation system has two key 
facets: the hardware for producing a varying magnetic field at a prescribed frequency and 
algorithms for controlling the magnetic field produced and analyzing sensor responses. 

The sensors are neither connected to a power source, silicon-based processor or any data acquisition 
equipment. The inherent design of the sensor and the means of powering the sensors eliminate the 
potential for arcing. The measurement acquisition system and sensors are extremely lightweight. 
The system can greatly increase the number of measurements performed while alleviating the 
weight penalty. Measurement complexity and probability of failure are greatly reduced. Because the 
functionality of the sensors is based upon magnetic fields, they have potential use at cryogenic 
temperatures, extremely hot temperatures, harsh chemical environments and in high radiation 
environments. Furthermore, the method allows acquiring measurements that were previously 
unattainable or logistically difficult because there was no practical means of getting power and data 
acquisition electrical connections to a sensor. The system eliminates many “wire” issues such as 
weight, degradation, aging and wear. To date, sensors that have been developed using this concept 
are position, dielectric level (e.g., fluid level or solid particle level), load (shear, axial, torsion), 
angular orientation, material phase transition, moisture, exposure to various chemicals, 
rotation/displacement measurements, bond separation, proximity sensing, contact, pressure, strain 
and crack detection. 

The method has an interrogation distance of 9 ft using 1.0 W and 1 1 ft using 1.5 W of power when 
separate transmission and receiving antennae are used. The measurement acquisition method can be 
used even when the sensor is embedded in material that transmits the radio frequency energy that 
interrogates the sensing element. An advantage of this method is that the sensor components can be 
non-obtrusively added to the vehicle for which it is being used. An antenna can be produced as a 
metallic foil or as metal deposited on a thin dielectric fdm. Either version of the antenna can be 
mounted to an existing bulkhead or other structural components. For some applications, sensors can 
be fabricated using metal deposition methods. Metal deposition can be used to add sensors to a 
vehicle during manufacturing. 
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An example of a magnetic field response fluid-level sensor is shown in Figure 4a). The sensor 
consists of two capacitive plates electrically coupled to an inductor. The capacitor was placed in a 
cylindrical container while the inductor remained outside the container. The container was filled 
with hydraulic fluid. As the fluid filled the void between the plates, the dielectric exposure 
increased proportional to fluid immersion and thus changed the sensor’s resonant frequency. 
Frequency measurements for two 23 cm fluid-level sensors of different widths are shown in Figure 
4b). As the levels increased, the frequencies decreased. Fluid level was increased using 13 mm 
increments. A fluid-level of 23 cm resulted in a frequency reductions of over 1.1 MHz (3.2 mm 
plate width) and 0.8 MHz (1.6 mm plate width) from that of the empty container. The capacitive 
plates are necessary when viscous fluids are used because any residual film has a negligible effect 
on measurements. The amount of plate separation is designed to eliminate capillary effects. 



a) b) 


Figure 4. a) Magnetic field response fluid-level sensor and b) Magnetic field response variation 
with fluid level as measured by interrogation antenna. 

2.4 Carbon Nanotube Sensors 

Carbon nanotubes present themselves as potentially useful candidates in the development of 
multifunctional structural materials with embedded SHM. The high strength to weight ratio of 
carbon nanotubes combined with quantum transport characteristics offer intriguing possibilities for 
next generation material systems. Carbon nanotubes have been predicted and measured to have a 
Young’s modulus on the order of 1 TPa. They can also exhibit either semiconducting or metallic 
behavior based on the chirality of the tube and ballistically transport electrons while maintaining 
their spin state. Research at NASA Langley has focused on applications of such materials as 
structural strain and magnetic field sensors 22 " 24 . Using a nanotube placement and alignment 
technique based upon dielectrophoresis, sensor with small bundles of single wall carbon nanotubes 
as the active elements have been fabricated for such purposes 24 . 

Tailoring of the nanotube configuration has yielded both strain and magnetic field sensitive material 
systems. In the first case, transfer of the circuit to a flexible substrate has been shown to enable 
strain measurement along the nanotube alignment direction. The long spin coherence length of 
carbon nanotubes is capitalized upon for the fabrication of magnetic field sensors. Coupling of the 
nanotubes to ferromagnetic contacts enables spin-polarized electrons to be injected into the 
nanotube. The scattering of such electrons at a second contact is proportional to the relative 
alignment of the magnetic moment directions, which can be tailored to provide measurement of the 
external field strength 24 . Figure 5 shows such an atomic force microscope image of a single wall 
carbon nanotube magnetic tunnel junction sensor. Experimental measurements on this sensor found 
a low current magnetoresistance of approximately 20% . 
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Figure 5. Scanning probe microscope image of carbon nano tube magnetic tunnel junction for 
magnetic field sensing. 

3. SHM DATA SYSTEMS ARCHITECTURES 

Onboard architectures supporting envisioned structural health monitoring concepts will be tasked 
with a broad range of responsibilities - responsibilities that range from low-level acquisition of raw 
sensor data to the safety-critical characterization of structural integrity. From a data management 
perspective, the architecture will provide for the interrogation and demodulation of multiplexed 
sensors, networking of subsystems, and the fusion, distribution, and archival of pertinent data. From 
a functional perspective, the architecture’s responsibilities may include identification of flight 
profile, warehousing of usage history, certification load levels, and repair and inspection records, as 
well as hosting the diagnostics and prognostics modules for damage and degradation assessment. 
Moreover, the architecture is expected to support SHM systems that safely, and cost-effectively, 
augment, or even replace, certain maintenance and inspection procedures. 

NASA Langley has been working with industry and academia partners to address a variety of 
architectural topical areas critical to the successful deployment of SHM systems. Relevant to 
commercial aviation, a cost benefits analysis 26 showed that the implementation of a health 
monitoring system can significantly reduce life cycle cost for maintenance and inspection of certain 
structural components, and a regulatory analysis offered recommendations that could facilitate the 
introduction of health monitoring technology. Characteristics relative to architecture, such as 
scalability, flexibility, robustness, and extendibility, have been identified ’ in the context of 
sensors, processors, interconnection networks, storage, and software. Sensor interrogation and 
signal demodulation aspects are being investigated specific to the Langley developed OFDR fiber 
optic sensing system 13 . An architecture concept 30 specifically tailored to the OFDR is under 
development, and a series of simulated axial fuselage lap joints have been instrumented and tested 
for evaluating the architecture concept and for building a proof-of-concept diagnostic inference 
model that can infer the presence of growing fatigue cracks at affected and adjacent fasteners 31 . To 
exemplify the need for architectures to accommodate evolving technology, investigation is 
underway to replace portions of the digital signal processing function used for signal demodulation 
in the OFDR system with hardware that provides for direct optical AM demodulation. 

Efforts to develop architectures for extremely large numbers of more generic types of sensors are 
also under way based on a complex multi-agent system 32 . Such systems consist of a large number of 
distributed “agents”, each of which consists of a number of sensors, sufficient processing power for 
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local data acquisition and analysis, and the ability to communicate with other agents. They may be 
fixed (embedded in the structure) or mobile, and may form static or dynamic ad hoc networks. 
These agents may have information and knowledge about their local environment, but generally not 
about larger regions of the structure: they can solve local problems but don’t “see” the big picture. 
Figure 6 shows the general architecture of such a system. Each agent is assumed to control a small 
local group of sensors and/or active elements. System function is controlled by the communications 
between agents. The System Management block does not control the operation of the system; it 
simply provides a communication port by which system information can be made available to the 
outside world. Agents may be embedded or mobile, and the system of agents is likely to be 
heterogeneous. 


System Management 
and Visualization 




Figure 6. Schematic diagram of the general architecture of a multi-agent structural health 
management system. 

The interactions within such a system of agents can lead to highly non-linear emergent behavior, or 
self-organization, of the system. Biological analog systems, such as ant nests or bee swarms, show 
that this emergent behavior can produce responses to system perturbations that have all the 
hallmarks of intelligence greater than that of any of the constituent agents. The long-term objective 
is to develop a system such as this to produce emergent behavior as a result of a damaging event, 
which encompasses the required sequence of responses: damage detection and assessment; 
diagnosis of the nature of the damage; prognosis for damage development and effect on structural 
integrity; development and initiation of an appropriate response; and monitoring of its effectiveness. 

An experimental test-bed has been developed to investigate and demonstrate the principles of the 
multi-agent approach to an intelligent health management system, and to conduct experiments with 
different algorithms, sensors, sensing strategies, materials, etc. In its initial development phase, the 
test-bed has been designed to monitor and respond to particle impacts as the only form of damage. 
The test-bed has been constructed as a hexagonal prism ~ 0.8 m high and the maximum distance 
across the hexagonal cross-section is ~ 0.8 m. Figure 7 is a schematic diagram of the test-bed 
structure. An aluminum frame is covered in ~ 200 mm x 200 mm aluminum sheet panels, and each 
such panel contains four sensing agents (or physical cells) of the multi-agent system: the prism 
surface contains 192 such cells. Impacts are detected and located using passive piezoelectric 
polymer (PVDF) sensors, of which there are 4 per cell, in the form of circular pads 2 mm in 
diameter bonded to the inside surface of the aluminum panels. The four sensors of each cell form a 
square array with 60 mm sides, which allows both detection and location of particle impacts. While 
some experiments were carried out with fast particles produced by a light gas gun, most have used 
high power laser pulses to simulate particle impacts. Each cell, or agent, also contains electronic 
modules for data acquisition from the sensors, processing of the sensor data, and communication 
with the cells four nearest neighbors. The general architecture is a two-dimensional version of Fig. 
6. Further details of the physical construction of the test-bed are given in 33 . 
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Figure 7. Schematic diagram of the experimental test-bed. The hexagonal prism of the main 
structure is on the left. An array of PCs is present to allow additional agents to be simulated to 
increase the system size. The System Management workstation is shown on the right. 

A PC workstation is used to operate and monitor the test-bed, acting as the System Management 
and Visualization block of Figure 6. However, this workstation does not control the system when 
the agent software is running. It acts only as a display system, providing a visual indication of the 
state of the cells. The workstation may be used for the following: distribution of code, initialization 
of clock time, real-time display of network topology, dynamic display of current flow, real-time 
display of impact locations and severity, and display of cell damage. 

A number of algorithms have been developed that demonstrate relatively simple capabilities based 
on self-organization. The first forms a boundary around a region of the skin that has been damaged 
by a particle impact 34 . While the actual damage produced by the laser pulse “impacts” is relatively 
minor and well localized, more extensive damage can be simulated by a controlled degradation of 
the communications ability of cells surrounding the impact site. The algorithm has been shown to 
work well for overlapping damage regions due to multiple impacts, and when the damage region 
also contains a cell that has failed which, then enables damaged cells to be identified, and a 
continuous boundary to be formed around the damaged region. This algorithm illustrates the ability 
of the system to continue operating effectively in the presence of damage. It is important to 
recognize that there is no central processor controlling this process. The structures are determined 
as a result of communications between the cells: they have self-organized. 

Another algorithm developed creates a “minimum spanning tree” network between a number of 
non-critical impact sites by simulating the behavior of ants 35 . In this case the ants are message 
packets that “explore” the network of cells, from a damaged cell, searching for impact sites. Having 
located another damaged cell, an ant returns to its “home” cell using dead reckoning, creating a 
shortest path. It communicates with other “ants” by leaving a simulated pheromone trail, so that 
more ants gradually converge on the shortest path between two damage sites. The resultant network 
of shortest paths could be used, for example, for diagnostic purposes, or to direct resources to the 
damage sites for repair purposes. A mobile robotic agent is currently being developed, and this may 
follow the pheromone trails to be guided to damage sites. Also under development are algorithms 
that cluster damage sites according to severity, and an approach to developing self-organizing 
diagnostics by clustering and subsequent classification of features extracted from sensor signals, 
using self-organizing maps. 

One of the aims of this general approach is to use agents that are as simple and reliable as possible. 
Future developments will therefore concentrate on the implementation of simple and efficient 
sensing strategies as well as on the development of algorithms that produce increasingly 
sophisticated responses, including damage diagnosis, prognosis and remediation decisions. 
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STRUCTURAL ANALYSIS FOR SHM 


In addition to sensing and data systems architectures, a third critical component is the development 
of structural analysis methodologies for SHM systems. Structural analysis tools are needed to 
optimize the selection of the type of sensors as well as the locations of sensors on aerospace 
structures. Both physics based and empirical approaches are needed to analyze data to diagnose 
damage and for prognosis of future structural performance. Advanced data analysis approaches 
such as data fusion and artificial intelligence methodologies will be needed to covert raw sensor 
data from hundreds or thousands of multiple types of sensors, to knowledge of structural condition. 

One current area of structural analysis being pursued is real-time reconstruction of full-field 
structural displacements and internal loads. This is seen as enabling technology for structural health 
monitoring and actuation and control systems feedback for the next generation of aerospace 
vehicles. To facilitate such capabilities, load-carrying structural members need to be instrumented 
with a network of strain sensors, e.g., fiber optic Bragg-grating sensors. Reconstruction of a 
displacement vector at every material point of the structure from a set of discrete strain 
measurements constitutes an inverse mathematical problem. Inverse problems are ill posed in the 
sense that they do not necessarily satisfy conditions of existence, uniqueness, and stability. For this 
class of mathematical problems that use experimentally measured data known only approximately 
and containing random error, general methods for constructing approximate solutions that are stable 
under small changes in the measured data have been developed using the fundamental concept of a 
regularizing operator 36 . 

Recently, a regularized least-squares variational principle has been developed by Tessler and 
Spangler 37 ’ 38 , addressing the inverse problem of reconstructing the three-dimensional displacements 
and internal loads in aerospace structures. The regularized variational principle is used as a basis for 
developing a robust and computationally efficient inverse Finite Element Method (iFEM) aimed at 
reconstructing the full-field displacements and internal loads in plate and shell structural models 
using strain data obtained from in-situ strain sensors. The formulation is based upon the 
minimization of a least squares functional that uses the complete set of strain measures 
corresponding to a first-order shear deformation theory. The error functional uses the least-squares- 
difference terms comprised of the strains that are expressed in terms of the displacements and the 
corresponding strains that are measured experimentally. All strain-displacement relations are 
enforced explicitly whereas the analytical and measured strains are matched in the least-squares 
sense. A penalty parameter controlled regularization term enforces physical constraints imposed on 
the transverse shear strains. By virtue of these assumptions, all strain compatibility relations are 
explicitly satisfied. The methodology for reconstructing the displacements does not require elastic 
or inertial material properties. Thus, it is equally applicable for static and dynamic loadings. Once 
the displacements are reconstructed, the internal loads are readily computed from strain- 
displacement and stress-strain relations. 

A constant-strain inverse shell element, labeled iMIN3, was developed and implemented into 
NASA’s COMET-AR finite element code. The element has three nodes and conventional shell- 
like six degrees-of-freedom at each node, i.e., three displacements and three rotations. The 
displacement variables are interpolated using the lowest-order C°-continuous anisoparametric 
functions adopted from a related Mindlin theory plate formulation 40 . 

As an illustration of the iFEM reconstruction capability, a cantilevered aluminum plate (2024-T3 
alloy) of thickness 0.125 in was subjected to a static transverse force of 5.784 lb applied near the tip 
of the plate as shown in Fig. 8. The plate, tested in a structures laboratory, was instrumented with 28 
strain rosettes positioned on the bottom surface. Both direct (forward) and inverse FEM plate 
analyses were performed. The direct FEM model consisted of a high-fidelity, uniform mesh of 432 
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four-node plate elements (S4R elements in ABAQUS 41 ), whereas the inverse FEM model used a 
relatively coarse, low-fidelity mesh of 28 iMIN3 triangular elements that employed the 
experimentally measured strains to reconstruct the bending deformations of the plate. 
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Figure 8. Cantilevered plate under transverse force. 

The deflection contours corresponding to the direct and inverse FEM analyses are presented in Fig. 
9. As seen from the figure, the direct and inverse FEM results are in excellent agreement across the 
entire plate domain including the maximum values. This example illustrates that iFEM may be used 
effectively with fewer elements and degrees-of-ffeedom then the traditional direct FEM to 
reconstruct accurately and efficiently the structural deformation solutions from measured strains. 
This aspect is particularly important for real-time applications, since it ensures the required 
computational efficiency. 
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Figure 9. Deflection contours predicted by direct FEM (432 S4R elements, ABAQUS 41 ) and inverse 
FEM (28 iMIN3 elements, COMET-AR 39 ). 

Considering the superior predictive capability, versatility, and computational efficiency, the iFEM 
methodology can be regarded as essential technology for providing real-time feedback to actuation 
and control systems of the next generation of aerospace vehicles, as well as for applications to 
structural health monitoring. 

5. SUMMARY AND CONCLUSIONS 

Extremely large numbers of a variety of sensor types will be necessary to provide real-time, on- 
board structural integrity assessment as part of an SHM system for aerospace vehicles. These 
sensors will measure a multitude of parameters including strain, temperature, load, pressure, 
vibration, ultrasonic waves, and local chemistry. For flight applications, such sensors will need to 
be extremely lightweight, as well as be able to survive rugged environments. At present, fiber optic 
sensing is the leading candidate for such applications because of the ability to multiplex hundreds to 
thousands of sensors in a single fiber. Ultrasonic sensors, utilized in both active and passive modes, 
are also being studied for on-board structural health monitoring. For retrofit onto existing vehicles 
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as well as new vehicles, wireless sensors offer substantial benefits in removing the weight, 
complexity, and potential danger of wiring. Carbon nanotube based sensors are being developed for 
strain and magnetic field sensing. Carbon nanotubes are also being investigated for the development 
of unique, high strength composite materials in which they could also serve as sensing elements as 
multi-functional materials. 

In addition to sensing, the data systems and processing architectures that will be required to support 
these massive numbers of diverse sensors are being considered. Analyses of requirements are being 
performed along with development of architectures with emphasis on the integration of fiber optic 
sensors with more conventional sensor types. Efforts to develop architectures for more generic 
types of sensors are also under way based on a complex multi-agent system. Such systems consist 
of a large number of distributed “agents”, each of which consists of a number of sensors, sufficient 
processing power for local data acquisition and analysis, and the ability to communicate with other 
agents. Multi-agent architectures may offer numerous advantages over centralized processing 
approaches in terms of robustness and reliability, and the capability to produce emergent behavior 
similar to biological systems. 

A third and equally critical element for successful SHM deployment is the development of 
structural analysis techniques specific to SHM. These are needed to optimize the type and 
placement of sensors on a structure. They are also required for robust and efficient data analysis to 
process the large amounts of raw sensor data into useful knowledge about the current deformation 
and damage state of the structure as well as prognosis on the future performance of the structure. 
One current area of structural analysis being pursued is real-time reconstruction of full-field 
structural deformations and internal loads from sparse sets of measured strain data. Inverse FEM 
approaches are being developed to address this critically important problem. This capability is also 
essential for providing real-time displacement feedback to the actuation and control systems of the 
next generation of aerospace vehicles, as part of structural health management systems. 
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